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ITEM NO. 
QTY 
-041 
PART NUMBER 
DESCRIPTION 
SUPPLIER 


1 
X 
D4897-041 
DOME LIGHT WIRING 
DART 


2 
2 
D4872-1 
LIGHT FIXTURE 
DART 
3 
1 
D4864-1 
RHEOSTAT 
DART 
4 


WIRE NUMBER 
LENGTH (in) 


D4987-001B20N 
7.0 
D4897-002B20 
7.0 
D4897-003B20 
5.4 
D4897-004A20 
3.8 
D4897-005A20 
3.8 
JUMPER 
9.0 


NOTES: 
1) ALL NEW UNSHIELDED WIRE USE M22759/41-xx-9 TYPE WIRE UNLESS OTHERWISE SPECIFIED 
SOLDERABILITY CAN BE ACHIEVED WITH THE PROPER SOLDER. 
2) ALL WIRES 20 AWG UNLESS OTHERWISE SPECIFIED 
3) IDENTIFY/CODE ALL WIRES AND CABLES IN ACCORDANCE WITH AC43.131B, SECTION 16, WIRE MARKING 
4) KEEP ALL JUMPERS AS SHORT AS POSSIBLE. 
5) ALL TERMINALS TO BE INSTALLED IN ACCORDANCE WITH EUROCOPTER STANDARD PRACTICES MANUAL 20.80.20 
6) ALL CONNECTORS TO BE INSTALLED IN ACCORDANCE WITH TE CONNECTIVITY INSTRUCTION SHEET 408-7201 DETENT-ENGAGMENT MATE-N-LOCK CONNECTORS 
7) ROUTE ALL WIRES AND CABLES IN ACCORDANCE WITH CHAPTER 98 OF ICA129-2. 
8) UNITS: INCHES UNLESS OTHERWISE NOTED. 
9) IDENTIFY CONNECTORS WITH SHRINK SLEEVE LABELS IN ACCORDANCE WITH AC43.131B, SECTION 16, WIRE MARKING 
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1) ALL NEW UNSHIELDED WIRE USE M22759/41-xx-9 TYPE WIRE UNLESS OTHERWISE SPECIFIED 
SOLDERABILITY CAN BE ACHIEVED WITH THE PROPER SOLDER. 


6) ALL CONNECTORS TO BE INSTALLED IN ACCORDANCE WITH TE CONNECTIVITY INSTRUCTION SHEET 408-7201 DETENT-ENGAGMENT MATE-N-LOCK CONNECTORS 
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RING TERMINAL 



9) IDENTIFY CONNECTORS WITH SHRINK SLEEVE LABELS IN ACCORDANCE WITH AC43.131B, SECTION 16, WIRE MARKING 
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8) UNITS: INCHES UNLESS OTHERWISE NOTED. 
7) ROUTE ALL WIRES AND CABLES IN ACCORDANCE WITH CHAPTER 98 OF ICA129-2. 
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2) ALL WIRES 20 AWG UNLESS OTHERWISE SPECIFIED 


AMP 
CONNECTOR, PLUG 
1 


3) IDENTIFY/CODE ALL WIRES AND CABLES IN ACCORDANCE WITH AC43.131B, SECTION 16, WIRE MARKING 
4) KEEP ALL JUMPERS AS SHORT AS POSSIBLE. 
5) ALL TERMINALS TO BE INSTALLED IN ACCORDANCE WITH EUROCOPTER STANDARD PRACTICES MANUAL 20.80.20 
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D4897-001B20N 
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4) KEEP ALL JUMPERS AS SHORT AS POSSIBLE. 
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NOTES: 


SOLDERABILITY CAN BE ACHIEVED WITH THE PROPER SOLDER. 


9) IDENTIFY CONNECTORS WITH SHRINK SLEEVE LABELS IN ACCORDANCE WITH AC43.131B, SECTION 16, WIRE MARKING 
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7) ROUTE ALL WIRES AND CABLES IN ACCORDANCE WITH CHAPTER 98 OF ICA129-2. 
6) ALL CONNECTORS TO BE INSTALLED IN ACCORDANCE WITH TE CONNECTIVITY INSTRUCTION SHEET 408-7201 DETENT-ENGAGMENT MATE-N-LOCK CONNECTORS 
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3) IDENTIFY/CODE ALL WIRES AND CABLES IN ACCORDANCE WITH AC43.131B, SECTION 16, WIRE MARKING 
2) ALL WIRES 20 AWG UNLESS OTHERWISE SPECIFIED 
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